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Translation  No. 


Author,  Title,  and  Source 


(a)  Translations  completed  and  distributed 

542  LAUNER,  L.  , and  PODSTANICKY,  A.  The  centrifugal 

air  s eparator - -experiment  equipment  and  the  test  results. 
Drevarsky  Vyskum,  No.  4,  1962. 

544  PLATH,  E.  Influence  of  density  on  wood-base  materials. 

Holz  als  Roh-  und  Werkstoff,  21(3):  104-108,  March  1963. 
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(b)  Translations  being  reproduced 


OGARKOVA,  T.  V.  Temperature  deformation  of  wood 
during  heating.  Derev.  Prom.  5(5):  17-18,  May  1956. 


(c)  Translations  scheduled 

559  DORN,  H.  , and  EGNER,  K.  Investigation  on  finger  joints 

in  bearing  wooden  structural  parts  after  long  years  in  use. 
Holz  als  Roh-  und  Werkstoff  19(3):  100-112,  March  1961. 

581  SAITO,  T.  , ABE,  M.  , and  KITAZAWA,  M.  , et  al.  The 

examination  of  preparing  wood  particles  with  a centrifugal 
ring  chipper  for  particle  boards.  Report  No.  32.  Hokkaido 
Forest  Products  Research  Institute,  September  1963. 
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